Brief comment text:

i am against the proposed reconfiguring if the 902-928MHz reconfiguration. LoRa services currently use the 915MHz band in the USA, for meshtastic services, and it would really interfere with the project. i personally have invested a good deal of money into it on equipment, and the project is already very accomplished and documented. it is my request that the spectrum allocated for this project remain untouched.
